MONUMENT RECORD 


State of Indiana - County of Monroe 


vection: 20 Township: 8 North 


Range: 1 West 


Corner ID: Per G-15 


Monument Description & Remarks: Found rectangular Iron Bar (1/2" x 3/4" out of ground) in centerline of 
That Road at center of section. Corner in line with old fence row to the north and marked w/orange paint circle. 


Existing PK nails found at points C and D. 
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RECOVERY TIE DRAWING 
Field Book 97-02 Page No. 67 
USGS Clear Creek Quad 
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A - Rectangular Iron Bar 









B - North 05 degrees East, 20.95" from iron bar 
Chiseled “+” in concrete base of 2 3/8" metal post 


C - South 20 degrees East, 27.87' from iron bar 
PK nail in East side of 6" x 8" railroad tie post 





D - South 29 degrees West, 25.13' from iron bar 
PK nail in 9" utility pole 
Survey marker sign set 3' up 





direction in accordance with the provisions of Section Ie 


I, Kevin P. Enright, Monroe County Surveyor, hereby onl 
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Compass Bearing Magnetic North 
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** Certified subject to 
survey evidence to the 
North, South and East. 
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